RIVIERA COURTS 
1 Mile Southwest of Miami, Okla. 
on Highways 66-69 
All Brick Modern 100% Fire Proof 
Automatic Steam Heat - Tile Showers 
Beauty Rest Mattresses 
Cross Ventilation and Ventilating Fans 
Mr. & Mrs. Adam Ried 
Owners and Operators 
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